From: 

Sent: 

To: 

Subject: 


Cronin, John (POL) 

Thursday, September 13, 2012 4:49 PM 
Hanchett, James (DPH) 
case load for Amherst 


Hi Jim - what is the annual caseload for your Lab? 


*** Please note the new email address *** 


iohndZQnlB2(£^ 


John Cronin 

Director of Administrative Services 

Massachusetts State Police Forensic Technology Center 

124 Acton Street Maynard, MA 01754 

Office # 978-451-3330 

Fax it 978-451-3331 
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